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Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 04426 090952Z 
ACTION COME-OO 

INFO OCT-01 EUR- 1 2 EB-07 ISO-OO XMB-04 /024W 

091008Z 129147/10 

P 090730Z JUN 77 

FM AMEMBASSY ANKARA 

TO SECSTATE WASHDC PRIORITY 7792 

UNCLAS ANKARA 4426 

DEPT ALSO PASS EXIM 

E.O. 11652: N/A 
TAGS: BENC, TU 

SUBJECT: MAJOR PROJECT: KARAKAYA HYDROPOWER PROJECT 
REF: (A) ANKARA 4288, (B) STATE 127542 

1 . EMBASSY HAS NOW RECEIVED FROM DSI THE TEXT OF ANNOUNCEMENT 
OF EXTENSION OF PREQUALIFICATION DEADLINE (REF B), WHICH 

READS AS FOLLOWS: 

2. "THIS IS TO INFORM THAT THE ARTICLES 2 AND 3 OF THE 
ADVERTISEMENT MADE FOR PREQUALIFICATION FOR THE SUPPLY AND 
ERECTION OF THE SIX (6) HYDRAULIC TURBINES, GENERATORS, INLET 
VALVES AND THEIR AUXILIARY EQUIPMENT FOR THE KARAKAYA HYDRO- 
ELECTRIC POWERPLANT HAVE BEEN MODIFIED AS FOLLOWS: 

3. APPLICATION DATE HAS BEEN POSTPONED TO JUNE 20, 1977 
MONDAY 5.30 P.M. LOCAL TIME. 

4. IN CASE OF FORMING A JOINT VENTURE BY THE FIRMS TO BID 
FOR THIS TENDER THE PILOT FIRM MUST BE FROM SWITZERLAND, 

CANADA AND BELGIUM. SHOULD A FIRM FROM ANOTHER COUNTRY 
PARTICIPATE IN A JOINT VENTURE, PROVIDED LOAN MUST BE GUAR- 
ANTEED FOR THIS PARTNER BY THE COUNTRY OR FINANCIAL 
INSTITUTIONS OF THE PILOT FIRM." 
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